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EXCON 

E.O. 11652: XGDSl 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW - IE 1510 - UNDERWATER 
LOCATION APPARATUS 

REFS: A. STATE 44744 
B. OECD PARIS 5614 

1. THE JAPANESE DELEGATION HAS SUBMITTED BILATERALLY 
A REVISED PROPOSAL TO PERMIT EXPORTS UNDER ADMINIS- 
TRATIVE EXCEPTIONS OP UNDERWATER SURVEYING AND PISH 
LOCATING EQUIPMENT. BROCHURES ILLUSTRATING THE TYPES 
OP EQUIPMENT WHICH WOULD BE RELEASED UNDER THESE PRO- 
POSED AE NOTES BEING AIRMAILED TO DYTRT, OEA. PROPOSAL 
POLLOWS: AE NOTE TO IL 1510. 

(I) A SEARCHLIGHT TYPE EQUIPMENT SPECIALLY DESIGNED 
POR SURVEY OP GEOGRAPHICAL AND/OR TOPOGRAPHICAL 
PEATURES AT THE BOTTOM OP SEA-WATERS AND USING 
ONLY GRAPHIC RECORDING METHODS WITH TRANSDUCER 
MOVEMENT ACHIEVED BY STEP-BY-STEP MECHANICAL 
MEANS AND HAVING THE MAXIMUM DETECTING RANGE OP 
300 M OR LESS, THE PREQUENCY EXCEEDING 100 KHZ, 

THE TRANSDUCER'S BEAM WIDTH OF 3 DEGREES OR MORE 
AND THE TRANSDUCER INPUT OP 2.5 KW OR LESS. 
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(II)A SEARCHLIGHT TYPE FISH AND/OR WHALE FINDING 
EQUIPMENT OTHER THAN THOSE REFERRED TO IN THE 
EXCLUSION CLAUSE (I) ABOVE, WITH TRANSDUCER 
MOVEMENT ACHIEVED BY STEP-BY-STEP MECHANICAL 
MEANS AND HAVING THE MAXIMUM DETECTING RANGE OF 
2,000 M OR LESS, AND THE TRANSDUCER'S INPUT OF 
10 KW OR LESS, AND THE FREQUENCY EITHER BETWEEN 
30 KHZ AND 100 KHZ IN CASE OF THE TRANSDUCER'S 
BEAM WIDTH OF 10 DEGREES OR MORE OR LESS THAN 30 
KHZ IN CASE OF THE TRANSDUCER'S BEAM WIDTH OF 15 
DEGREES OR MORE. 

2. ACTION REQUESTED: REVIEW THIS REVISED PROPOSAL AND 
BROCHURES AND PREPARE US POSITION TO BE PRESENTED DURING 
WEEK OF APRIL 7, L975. 

TURNER 
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